Gardner Straight Line 
Washability Test 



Stepan Method SM-250-0 

Using A5 Soil 

All testing was performed by Wilma Gorman on 9/24/2009 

& was done as a screening only. 













Hunter Reflectance Meter 















Weighing and Applying A5 Soil 
















Gardner Abrasión Tester 
















Ready to Use All Purpose 

Cleaners. 













Acidic Vs. Basic 




Birds Eye View 


















% Gardner Soil Removed 









¡THANK YOU! 


